New login from Chrome on Windows 7 


Subject: New login from Chrome on Windows 7 
From: Dropbox <no-reply@dropbox.com> 
Date: 02/13/2017 10:58 AM 
To: sh@downtownla.com 


We noticed you logged into Dropbox using Chrome on Windows 7 at 
11:58 AM GMT-07:00 from Los Angeles, CA, United States. 

Note: Your location may be inaccurate since it was estimated using 
your IP address. 

You can check on this and other login events by visiting your account 
page. 

Happy Dropboxing! 

- The Dropbox Team 

P.S. Learn how to protect your account. 
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